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PAGE 01 STATE 170875 
ORIGIN ERDA-07 

INFO OCT-01 EUR- 1 2 ISO-OO COME-OO FEA-01 ACDA-10 
CIAE-00 INR-07 10-14 L-03 NSAE-00 NSC-05 EB-07 
NRC-07 OES-07 DODE-OO SS-15 SP-02 OIC-02 /100R 

DRAFTED BY USERDA: AIA:MVMCCLARY :GLS 
APPROVED BY OES/NET:DHOYLE 
ACDA: I, GAT, I .TNT 
IO/SCT: AJILLSON 

028787 220550Z/16 

R 212206Z JUL 77 
FM SECSTATE WASHDC 
TO AMEMBASSY VIENNA 

UNCLAS STATE 170875 

USIAEA 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, ENRG, TECH 

SUBJECT: IAEA ADVISORY GROUP MEETING ON USE OF PHYSICAL 
STANDARDS IN INSPECTION AND MEASUREMENT OF NUCLEAR 
MATERIALS, VIENNA, AUG. 22-26, 1977 

REF: A) VIENNA A-242; B) MCCLARY/GABBERT TELETYPE 7/15/77 

1 . REQUEST MISSION NOMINATE W. MARTIN (NRC) TO ATTEND 
SUBJECT MEETING AT IAEA EXPENSE AND H. T. YOLKEN (NBS), 

J. SAPIR (LASL) AND M. S. ZUCKER (BNL) TO ATTEND AS 
OBSERVERS AT THEIR ORGANIZATIONS' EXPENSE. 

2. ALL ARE USG EMPLOYEES OR HAVE ERDA "Q" CLEARANCES 
WHICH SATISFIES REQUIREMENTS SECTION VIII, E.O. 10422. 
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Errors: N/A 

Expiration: 
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Image Path: 

ISecure: 1 
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Line Count: 55 
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Subject: IAEA ADVISORY GROUP MEETING ON USE OF PHYSICAL STANDARDS IN INSPECTION AND MEASUREMENT OF NUCLEAR 
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